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INTRODUCTION 


The Secretary of the Interior is responsible for establishing standards for all program under Departmental authority and tor advising Federal agencies on 
the preservation of histori properties listed of eligible for listing in the National Register of Histor Places In partial fulfillment of this responsibility 
the Secretary of the Interior » Standards for Histor Preservation Propcts have been developed to guide work undertaken on histor buildings 
ate separate standards for acquisition protection, stabilization. preservation rehabilitation, restoration, and reconstruction The Standards for 
Rehabilitation (codified in CFR 67) Comprise that section of the overall preservation project standards and addresses the most prevalent treatment 
Rehabilitation i defined as ‘the process of returning a property to a state of utility, through repair or alteration, which makes possible an efficient 
contemporary use while preserving those portions and features of the property which are significant to ite histor architectural, and cultural values 


there 


Initially developed by the Secretary of the Interior to determine the appropriateness of proposed project work on registered properties within the Histork 
Preservation Fund grant in-aid program. the Standards for Rehabilitation have been widely used over the years particularly to determine if a rehabili 
tation qualifies as a Certified Rehabilitation tor Federal tax purposes In addition. the Standards have guided Federal agencies in carrying out their 
histori preservation responsibilities for properties in Federal ownership of control, and State and local officials in reviewing both Federal and nontederal 
rehabilitation proposals They have also been adopted by histor: district and planning commissions across the country 


The intent of the Standards is to assist the long-term preservation of a property s significance through the preservation of histor materials and features 
The Standards pertain to historic buildings of all materials, construction types, sizes, and occupancy and encompass the exterior and interior of the 
buildings They also encompass related landscape features and the building s site and environment, as well as attached, adjacent, of related new 
construction To be certified for Federal tas purpose», 4 rehabilitation project must be determined by the Secretary to be consistent with the histork 
character of the structure(s), and where applicable, the district in which it ts located 





THE SECRETARY OF THE INTERIOR’S STANDARDS FOR REHABILITATION 


The following Standards are to be applied to specific rehabilitation projects in a reasonable manner, taking inte consideration economn and technical 
feasibility 


(1) A property shall be used for its historic purpose or be placed in a new use that requires minimal change to the defining characteristics of the 
building and its site and environment 


(2) The historic character of a property shall be retained and preserved The removal of historic materials or alteration of features and spaces that 
characterize a property shall be avoided. 


()) Each property shall be recognized as a physical record of its time, place, and use Changes that create a false sense of historical development, such 
as adding conjectural features or architectural elements from other buildings, shall not be undertaken 


(4) Most properties change over time, those changes that have acquired historic significance in their own right shall be retained and preserved 

(5) Distinctive features, finishes, and construction techniques or examples of craftemanship that characterize a historic property shall be preserved 
(6) Deteriorated historic features shall be repaired rather than replaced. Where the severity of deterioration requires replacement of 4 distinctive 
feature, the new feature shall match the old in design, color, texture, and other visual qualities and, where possible, materials. Replacement of 
missing features shall be substantiated by documentary, physical, or pictorial evidence 


(7) Chemical or physical treatments, such as sandblasting, that cause damage to historic materials shall not be used. The surface cleaning of struc: 
tures, if appropriate, shall be undertaken using the gentlest means possible 


(8) Significant archeological resources affected by a project shall be protected and preserved. If such resources must be disturbed, mitigation meas: 
ures shall be undertaken 


(9) New additions, exterior alterations, or related new construction shall not destroy historic materials that characterize the property. The new work 
shall be differentiated from the old and shall be compatible with the massing, size, scale, and architectural features to protect the historic integrity of 
the property and its environment. 


(10) New additions and adjacent or related new construction shall be undertaken in such a manner that if removed in the ‘uture. the essential form 
and integrity of the historic property and its environment would be unimpaired. 

















As stated in the definition, the treatment “rehabilitation” assumes that at least some repair or alteration of the historic building will be needed in order to 
provide for an efficient use, however, these repairs and alteration must not damage or destroy materials, features or finishes that are 
important in defining the ing» historic character For example, certain treatments if improperly tay cause or accelerate physical dete 
Roration of historic building This can include using improper repointing or exterior 


masonry cleaning 
damages historic fabric In almost all of these situations, use of these materials and treatments will resull in a project that does not meet the Standards 


Similarly, exterior additions that duplicate the form, material, and detailing of the structure to the extent that compromise the historic character 
the structure will fail to meet the Standards - ~ = . 


GUIDELINES FOR REHABILITATING HISTORIC BUILDINGS 






















The Guidelines were initially develoned in 1977 to help property owners. developers and Federal managers apply the Secretary of the In 
teriors Standards tor Rehabilitation during the proyect planning stage by providing general design and technical recommendations Unlike 
the Standards the Guidelines are not coditied as program requiremen's Together with the Standards tor Rehabilitation they provide a 
model process tor owners developers and Federal agency managers to tollow 









It should be noted at the outset that the Guidelines are intended to assist in applying the Standards to projects generally, consequently, they 
are not meant to give case-specitic advice or address exceptions or rare instances For example. they cannot tell an owner or developer which 
features of their own historic building are important in detining the historic character and must be preserved — although examples are provid 
ed in each section —or which teatures could be altered. it necessary. tor the new use This kind of caretul case-by-case decisionmaking is best 
accomplished by seeking assistance trom qualitied historic preservation professionals in the planning stage of the project Such professionals 
include architects, architectural historians historians. archeologists. and others who are skilled in the preservation. rehabilitation, and 
restoration of historic properties 





Technical Guidance Publications 


















The National Park Service, US Department of the Interior, conducts a variety of activities to guide Federal agencies, States, and the general public in 
historic preservation project work In addition to establishing standards and guidelines, the Service develops, publishes, and distributes technical 
information on appropriate preservation treatments, including Preservation , Cane studies, and Preservation Tech Notes 













The Guidelines pertain to historic buildings of all sizes. materials, occupancy, and construction types, and apply to interior and exterior work 
as well as new exterior additions Those approaches, treatments, and techniques that are consistent with the Secretary of the Interior's 
Standards tor Rehabilitation are listed in the Recommended column on the lett. those approaches, treatments. and techniques which 
could adversely attect a building s historic character are listed in the Not Recommended column on the right 






A Catalog of Histone Preservation Publications with stock numbers. prices. and ordering information may be obtained by writing Hentage Preservation 
Services Division (NC 140), Technical Preservation Services, 1849 C Street, NW, Washington, D.C 20240 








To provide clear and consistent guidance tor owners, developers, and federal agency managers to follow, the Recommended’ courses of ac 
tion in each section are listed in order of historic preservation concerns so that a rehabilitation project may be successtully planned and com. 
pleted —one that. first. assures the preservation of a building's important or character-detining architectural materials and features and 
second, makes possible an efficient contemporary use Rehabilitation guidance in each section begins with protection and maintenance, that 
work which should be maximized in every project to enhance overall preservation goals Next, where some deterioration is present, repair of 
the building s historic materials and teatures is recommended Finally, when deterioration is so extensive that repair is not possible, the most 
problematic area of work is considered replacement of historic materials and features with new materials 















To turther guide the owner and developer in planning a successtul rehabilitation project, those complex design issues dealing with new use re- 


quirements such as alterations and additions are highlighted at the end of each section to underscore the need for particular sensitivity in these 
areas 






Identify, Retain, and Preserve 
The guidance that is basic to the treatment of all histone buildings édentifying, retaining, and preserving the form and detailing of 
those architectural materials and features that are important in defining the historic character —is always listed first in the Recommended’ 
column. The parallel Not Recommended column lists the types of actions that are most apt to cause the diminution or even loss of the 
building s historic character It should be remembered, however, that such loss of character is just as often caused by the cumulative effect of 


a series of actions that would seem to be minor interventions. Thus, the guidance in al! of the Not Recommended columns must be viewed 
in that larger context, e.g.. tor the total impact on a historic building 


Protect and Maintain 
After identifying those materials and teatures that are important and must be retained in the process of rehabilitation work, then protecting 


and maintaining therm are addrewed. Protection generally involves the least degree of intervention and is preparatory to other work. For 
example, protection includes the maintenance of historic material through treatments such as rust removal, caulking, limited paint removal 
and re-application of protective coatings, the cyclical cleaning of root gutter systems. or installation of fencing protective plywood, alarm 
systems and other temporary protective measures. Although a historic building will usually require more extensive work, an overall evalua 
tion of its physical condition should always begin at this level 


Repair 

Next, when the physical condition of character-detining materials and teatures warrants additional work repairing is recommended 
Guidance tor the repair of historic materials such as masonry, wood, and architectural metals again begins with the least degree of interven 
tion possible such as patching, piecing-in, splicing, consolidating, or otherwise reintorcing or upgrading them according to recognized preser 
vation methods Repairing also includes the limited replacement in kind — or with compatible substitute material — of extensively deteriorated 
Or missing parts of features when there are surviving prototypes (for example, brackets, dentils, steps, plaster, or portions of slate or tile root 
ing). Although using the same kind of material is always the preterred option, substitute material is acceptable if the torm and design as well 


as the substitute material itselt convey the visual appearance of the remaining parts of the feature and finish 


Replace 


Following repair in the hierarchy, guidance is provided tor replacing an entire character-detining feature with new material because the level 
of deterioration or damage of materials precludes repair (tor example, an exterior cornice, an interior staircase; or a complete porch or 
storetront). If the essential form and detailing are still evident so that the physical evidence can be used to re-establish the feature as an in 
tegral part of the rehabilitation project, then its replacement is appropriate. Like the guidance tor repair, the preferred option is always 
replacement of the entire teature in kind, that is. with the same material. Because this approach may not always be technically or economical 
ly teasible. provisions are made to consider the use of a compatible substitute material 


It should be noted that, while the National Park Service guidelines recommend the replacement of an entire character-detining feature under 
certain well-detined circumstances. they never recommend removal and replacement with new material of a feature that — although damaged 
or deteriorated —could reasonably be repaired and thus preserved 


Design for Missing Historic Features 
When an entire interior or exterior feature is missing (tor example, an entrance, or cast iron facade. or a principal staircase), it no longer plays 
a role in physically detining the historic character of the building unless it can be accurately recovered in torm and detailing through the proc 





ess of carefully documenting the historical appearance. Where an important architectural feature is missing, its recovery is always recom 

mended in the guidelines as the first or preterred, course of action. Thus, if adequate historical, pictorial, and physical documentation exists 
so that the feature may be accurately reproduced, and if it is desireable to re-establish the feature as part of the buildings historical ap 

pearance, then designing and constructing a new feature based on such information is appropriate: However, a second acceptable option tor 
the replacement feature is a new design that is compatible with the remaining character-detining teatures of the historic building. The new 
design should always take into account the size, scale, and material of the historic building itself and, most importantly. should be clearly dit 

ferentiated so that a false historical appearance is not created 


Alterations’ Additions to Historic Buildings 

Some exterior and interior alterations to the historic building are generally needed to assure its continued use, but it is most important that 
such alterations do not radically change, obscure, or destroy character-defining spaces. materials, features, or finishes. Alterations may in 
clude providing additional parking space on an existing historic building site; cutting new entrances or windows on secondary elevations; in 
serting an additional floor, installing an entirely new mechanical system, or creating an atrium or light well. Alteration may also include the 
selective removal of buildings or other features of the environment or building site that are intrusive and therefore detract trom the overall 
vistoric character 


The construction of an exterior addition to a historic building may seem to be essential for the new use. but it is emphasized in the guidelines 
that such new additions should be avoided, if possible, and considered only after it is determined that those needs cannot be met by altering 
secondary, i.e., non character-detining interior spaces. If, after a thorough evaluation of interior solutions, an exterior addition is still judged 
to be the only viable alternative, it should be designed and constructed to be clearly differentiated trom the historic building and so that the 
character-defining features are not radically changed, obscured, damaged, or destroyed 


Additions to historic buildings are referenced within specific sections of the guidelines such as Site, Root, Structural Systems, etc. but are 
also considered in more detail in a separate section, NEW ADDITIONS TO HISTORIC BUILDINGS 


Health and Safety Code Requirements; Energy Retrofitting 

These sections of the rehabilitation guidance address work done to meet health and safety code requirements (for example. providing barrier 
tree access to historic buildings); or retrofitting measures to conserve energy (for example. installing solar collectors in an unobtrusive loca- 
tion on the site). Although this work is quite often an important aspect of rehabilitation projects, it is usually not part of the overall process of 
protecting or repairing character-defining features; rather, such work is assessed for its potential negative impact on the building's historic 
character. For this reason, particular care must be taken not to radically change, obscure, damage, or destroy character-defining materials or 
features in the process of rehabilitation work to meet code and energy requirements 
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Recommended 


c oul masonry surface cleaning teste after it has been deter 
mined such cleaning ie necessary Teste should be observed 
over a sullicient period of time so that both the immediate effects 
Sie Se ae ae © SS © GS Ge es 


C leaning masonry surfaces with the gentlest method possible such 
at low pressure water and detergents using natural brietle brushes 


Inepecting painted masonry surtaces to determine whether repaint 
im i necessary 


Removing damaged ot deteriorated 
laver using the gentlest method 
to repainting 


Anplying compatible paint coating systems following proper sur 
lace preparation 


Repainting with colors that are historically appropriate to the 
building and district 


only to the next sound 
(eg handecraping) prior 


Not Recommended 


( leaning masonry surfaces without testing of without sufficient 
time for the testing results to be of value 


Using a cleaning method that involves water or liquid 
solutions when there is any possibility of freezing temperatures 


Cleaning with chemical products that will damage masonry such 
as using acid on limestone or marble or leaving chemicals on 
masonry surtaces 


Applying high pressure water cleaning methods that will damage 
histori masonry and the mortar joints 


Removing paint that i firmly adhering to and thus protecting. 
masonry surtaces 


— ome ¢ = which are destructive to 
masonry sch 2 cudiietak Gluten @ custh ction, @ 
high pressure waterblasting 


Failing to follow manufacturers product and application instruc. 
trons when repainting masonry 


new paint colors that are inappropriate to the historic 
and district 








that ie stronger than the histor: material and can cause aa 


Changing the width or joint profile when repointing 


Removing sound stucco or repairing with new stucco thet @ 
ee ee ee OO ay Dae 








of the surviving parts of the masonry 


Not 
Replacing an entire masonry feature euch as a cornice or balustrade 
when reper of the masonry and limited replacement of 


deteriorated oF russing parte are appropriate 
Using @ substitute material for the replacement part thal does not 





it with @ new feature that dors not convey the same 


a masonry feature thal i@ unrepairable and not replacing 


The fallowtng work ie highlighted to indicate thet represents the particularly comple: technical or design aspects of rehabilitation propects 


and chould only be considered efter the 


: i A. a 


an 





_ ane 


appearance 
snmultrc rent 
Introducing a new masonry feature thet i incompatible im size 


wake material and color 








Woed: Clapboard weather 
bo. rd. chingles and other 
aeoden siding and 
decoratiwe elements 


Recommended 


identifying, retaining, and preserving wood features that are im 
portant in defining the overall historic character of the building 


such as siding cornices, brackets window architraves. and door 
way pediments and their paints finishes and colors 


Protecting and maintaining wood features by providing proper 
drainage so that water i not allowed to stand on flat. horizontal 


wittaces of accumulate in decorative features 


Because it can be easily shaped by sawing. planing. carving, and gouging, wood is the most con 

monly used material for architectural features euch as clapboards cornices, brackets, entablatures 
shutters. colummne and balustrades These wooden features both functional and decorative may 
be important in defining the historic character of the building and thus their retention, protection 
and repair are of particular importance in rehabilitation projects 


Not Recommended 


Removing ot radically changing wood features which are impor 
tant in defining the overall historic character of the building so 
that, as a result, the character is diminished 


Removing a major portion of the historic wood from a facade 
stead of repairing or replacing only the deteriorated wood then 
reconstructing the facade with new material in order to achieve a 
uniform or improved appearance 


Radically changing the type o finish or its color or accent scheme 
eo that the historic character of the exterior i diminished 


Stripping historically painted surtaces to bare wood then applying 
clear finishes or stains in order to create a natural look 


Stripping paint or varnish to bare wood rather than repairing or 
reapplying a special finish i.e a grained finish to an exterior wood 
feature such as a front door 


Failing to identify, evaluate, and treat the causes of wood 
deterioration including faulty flashing, leaking gutters. cracks and 
holes in siding deteriorated caulking in joints and seams. plant 
material growing too close to wood surfaces, of insect or fungus in 
testation 








Recommended 


ing chemical preservatives to wood features such as beam 
or outriggers that are exposed to decay hazards and are tradi. 


tionally unpainted 


Retaining coatings such as paint that help protect the wood from 
moisture and ultraviolet light Paint removal should be considered 
only where there « paint surface deterioration and as part of an 
overall maintenance program which involves repainting or apply 


ing other appropriate protective coatings 


Inspecting painted wood surfaces to determine whether repainting 
is necessary or if cleaning is all that is required 


Removing damaged or deteriorated paint to the next sound layer 
using the gentlest method possible (handscraping and 


handsanding) then repainting 


Using with care electric hot-air guns on decorative wood features 
and electric heat plates on flat wood surfaces when paint is so 
deteriorated that total removal is necessary prior to repainting 


Using chemical strippers primarily to supplement other methods 
such as handscraping. handsanding and the above-recommended 
thermal devices Detachable wooden elements such as shutters. 
doors, and columns may—with the proper saleguards—be 


chemically dip-stripped 


Applying compatible paint coating systems following proper sur. 
face preparation 


Repainting with colors that are appropriate to the historic building 
and district 


Not Recommended 


Using chemical preservatives such as creosote which can change the 
appearance of wood features unless they were used historically 


Stripping paint or other coatings to reveal bare wood, thus expos: 
ing historically coated surfaces to the effects of accelerated 
weathering 


Removing paint that is firmly adhering to. and thus. protecting 
wood surtaces 


Using destructive paint removal methods such as a propane or 
butane torches. sandblasting or waterblasting These methods can 
irreversibly damage historic woodwork 


Using thermal devices improperly so that the historic woodwork is 
scorched 

Failing to neutralize the wood thoroughly after using chemicals so 
that new paint does not adhere 


Allowing detachable wood features to soak too long in a caustic 
solution so that the wood grain is raised and the surface roughened 


Failing to follow manufacturers product and application instruc: 
tions when repainting exterior woodwork 


Using new colors that are inappropriate to the historic building or 
district 


17 








Wood (continued) 


Recommended 


Evaluating the overall condition of the wood to determine whether 
more than protection and maintenance are required, that is, if 
repairs to wood features will be necessary 


Repairing wood features by patching, piecing-in. consolidating, or 
otherwise reinforcing the wood using recognized preservation 
methods. Repair may also include the limited replacement in 
kind —or with compatible substitute material —of those extensively 
deteriorated or missing of features where there are surviving 
prototypes such as , moldings, or sections of siding. 


Replacing in kind an entire wood feature that is too deteriorated to 
repair —if the overall form and detailing are still evident — using the 
physical evidence to guide the new work Examples of wood 
features include a cornice, entablature or balustrade If using the 
same kind of material is not or economically feasible. 
then a compatible substitute material may be considered. 





Not Recommended 


Failing to undertake adequate measures to assure the preservation 
of wood features. 





Replacing an entire wood feature such as a cornice or wall when 
repair of the wood and limited replacement of deteriorated or miss- 


ing parts are appropriate 


Using substitute materials for the replacement part that does not 
convey the visual appearance of the surviving parts of the wood 
feature or that is physically or chemically incompatible 


Removing an entire wood feature that is unrepairable and not 
replacing it; or replacing it with a new feature that does not convey 
the same visual appearance 








The following work is highlighted because it represents the particularly complex technical or design aspects of rehabilitation projects and 
should only be considered after the preservation concerns listed above have been addressed. 





Design for Missing Historic Features 





Creating a false historic appearance because the replaced wood 
feature is based on insufficient historical, pictorial, and physical 
documentation 


Introducing a new wood feature that is incompatible in size, scale. 
material, and color 











Architectural metal features—such as cast-iron facades, porches, and steps, sheet metal cornices, 
roots, roof cresting and storefronts, and cast or rolled metal doors, window sash, entablatures, 
and hardware —are often highly decorative and may be important in defining the overall historic 
character of the building. Their retention, protection, and repair should be a prime consideration 


in rehabilitation projects 





retaining, and preserving architectural metal features 
such as mns, capitals, window hoods, or stairways that are im- 


portant in defining the overall historic character of the building, 
and their finishes and colors. 


Protecting and maintaining architectural metals from corrosion by 
proper drainage so that water does not stand on flat, 
horizontal surfaces or accumulate in curved, decorative features 


Cleaning architectural metals, when necessary, to remove corro- 
sion prior to repainting or applying other appropriate protective 
coatings. 


Not Recommended 





Removing or radically changing architectural metal features which 
are important in defining the overall historic character of the 
building so that, as a result, the character is diminished 


Removing a major portion of the historic architectural metal from a 
facade instead of repairing or replacing only the deteriorated metal, 
then reconstructing the facade with new material in order to create 
a uniform, or ‘improved’ appearance 


Radically changing the type of finish or its historical color of accent 
scheme 


Failing to identify, evaluate, and treat the causes of corrosion, such 
as moisture from leaking roofs or gutters 


Placing incompatible metals together without providing a reliable 
separation material. Such incompatibility can result in galvanic 
corrosion of the less noble metal, e.g copper will corrode cast 
iron, steel, tin, and aluminum 


Exposing metals which were intended to be protected from the en- 
vironment 


Applying paint or other coatings to metals such as copper, bronze. 
or stainless steel that were meant to be exposed 





Architectural Metals (continued) 
Recommended 


Identifying the particular type of metal prior to any cleaning pro- 
cedure and then testing to assure that the gentlest cleaning method 
possible is selected or determining that cleaning is inappropriate for 


the particular metal 


Cleaning soft metals such as lead, tin, copper, terneplate, and zinc 
with chemical methods because their finishes can be 
easily abr by blasting methods 


Using the gentlest cleaning methods for cast iron, wrought iron, 
and steel —hard metals — in order to remove paint buildup and cor- 
rosion. If handscraping and wire brushing have proven ineffective. 
low pressure dry grit blasting may be used as long as it does not 
abrade or damage the surface 


Applying appropriate paint or other coating systems after cleaning 
in order to decrease the corrosion rate of metals or alloys 


Repainting with colors that are appropriate to the historic building 
or district 


Applying an appropriate protective coating such as lacquer to an 
architectural metal feature such as a bronze door which is subject to 


heavy pedestrian use 


Evaluating the overall condition of the architectural metals to 
determine whether more than protection and maintenance are re- 
quired, that is, if repairs to features will be necessary 


Not Recommended 


Using cleaning methods which alter or damage the historic color, 
texture, and finish of the metal, or cleaning when it is inappropriate 
tor the metal 


Removing the patina of historic metal. The patina may be a protec- 
tive coating on some metals, such as bronze or copper, as well as a 
significant historic finish 


Cleaning soft metals such as lead, tin, copper, terneplate, and zinc 
with grit blasting which will abrade the surface of the metal 


Failing to employ gentler methods prior to abrasively cleaning cast 
iron, wrought iron or steel. or using high pressure grit blasting 


Failing to re-apply protective coating systems to metals or alloys 
that require them after cleaning so that accelerated corrosion oc- 


curs 


Using new colors that are inappropriate to the historic building or 
district 


Failing to assess pedestrian use or new access patterns so that arch- 
itectural metal features are subject to damage by use or in- 
appropriate maintenance such as salting adjacent sidewalks 


Failing to undertake adequate measures to assure the preservation 
of architectural metal features 





Recommended 


Repairing architectual metal features by patching, splicing, or 
otherwise reinforcing the metal following recognized preservation 
methods may also include the limited replacement in 
kind —or a compatible substitute material—of those exten. 
sively deteriorated or missing parts of features when there are sur- 
viving prototypes such as porch balusters, column capitals or 
bases; or porch cresting 


Replacing in kind an entire architectural metal feature that is too 
deteriorated to repair—if the overall form and detailing are still 
evident —using the physical evidence to guide the new work Ex- 
amples could include cast iron porch steps or steel sash windows. If 
using the same kind of material is not technically or economically 
feasible then a compatible substitute material may be considered 


Not Recommended 


Replacing an entire architectural metal feature such as a column or 
a balustrade when repair of the metal and limited replacement of 
deteriorated or missing parts are appropriate 


Using a substitute material for the replacement part that does not 
convey the visual appearance of the surviving parts of the architec- 
tural metal feature or that is physically or chemically incompatible. 





Removing an architectural metal feature that is unrepairable and 
not replacing it; or replacing it with a new architectural metal 
feature that does not convey the same visual appearance. 








The following work is highlighted to indicate that it represents the 
and should only be considered alter the preservation concerns listed above have been addressed. 


complex technical or design aspects of rehabilitation projects 





Design for Missing Historic Features 


Designing and installing a new architectural metal feature 
such as a sheet metal cornice or cast iron when the 
an accurate 
documen- 
tation; or be a new design that is « with the size. 
scale, material, and color of the historic building. 


Creating a false historic appearance because the replaced architec- 
tural metal feature is based on insufficient historical, pictorial, and 
physical documentation 


Introducing a new architectural metal feature that is incompatible 
in size, scale, material, and color 

















color, and patterning of the rooting material ~can be extremely important in detining the 
building's overall historic character. In addition to the design role it plays, a weathertight roof is 
essential to the preservation of the entire structure, thus, protecting and repairing the roof as a 
“cover is a critical aspect of every rehabilitation project 





Recommended 


identifying, retaining, and preserving roots —and their functional 
and decorative features —that are important in defining the overall 
historic character of the building. This includes the root's shape, 
such as , gambrel, and mansard, decorative features such as 


cupolas, cresting, chimneys, and weathervanes; and roofing 
material such as slate, wood, clay tile, and metal, as well as its size, 


color, and patterning 





Protecting and maintaining a roof by cleaning the gutters and 

and replacing deteriorated flashing Root sheathing 
should also be checked for proper venting to prevent moisture con- 
densation and water penetration, and to insure that materials are 
free from insect infestation. 


Providing adequate anchorage for rooting material to guard against 
wind damage and moisture penetration. 


Not Recommended 





Radically changing, damaging, or destroying roots which are im- 
portant in defining the overall historic character of the building so 
that, as a result, the character is diminished 


Removing a major portion of the roof or roofing material that is 
repairable, then reconstructing it with new material in order to 
create a uniform, or ‘improved’ appearance. 


Changing the configuration of a roof by adding new features such 
as dormer windows, vents, or skylights so that the historic 
character is diminished 


Stripping the roof of sound historic material such as slate, clay tile, 
wood, and architectural metal. 


Applying paint or other coatings to roofing material which has 
been historically uncoated. 


Failing to clean and maintain gutters and downspouts properly so 
that water and debris collect and cause damage to root fasteners, 
sheathing, and the underlying structure. 


Allowing roof fasteners, such as nails and clips to corrode so that 
rooting material is subject to accelerated deterioration. 





Recommended 





Protecting a leaking roof with plywood and building paper until it 
can be properly repaired. 


Repairing a root by reinforcing the historic materials which com- 
prise roof features. Repairs will also generally include the limited 
replacement in kind—or with compatible substitute material —of 
those extensively deteriorated or missing parts of features when 
there are surviving prototypes such as cupola louvers, dentils, 
dormer roofing; or slates, tiles, or wood shingles on a main roof. 


Replacing in kind an entire feature of the roof that is too 

deteriorated to repair—if the overall form and detailing are still 

evidence —using the physical evidence to guide the new work. Ex- 

amples can include a large section of roofing, or a dormer or 

chimney. If using the same kind of material is not technically or 

economically feasible, then a compatible substitute material may 
considered . 


Not Recommended 





Permitting a leaking roof to remain unprotected so that accelerated 
deterioration of historic building materials—masonry, wood, 
plaster, paint and structural members —occurs. 


Replacing an entire roof feature such as a cupola or dormer when 
repair of the historic materials and limited replacement of 


deteriorated or missing parts are appropriate. 


Using a substitute material for the replacement part that does not 
convey the visual appearance of the surviving parts of the roof or 
that is physically or chemically incompatible. 


Removing a feature of the roof that is unrepairable, such as a 
chimney or dormer, and not replacing it; or replacing it with a new 
feature that does not convey the same visual appearance. 





The following work is highlighted to indicate that it represents the particularly complex technical or design aspects of rehabilitation projects 
and should only be considered after the preservation concerns listed above have been addressed. 





Design for Missing Historic Features 


Creating a false historical appearance because the replaced feature 
is based on insufficient historical, pictorial, and physical documen- 
tation. 


Introducing a new roof feature that is incompatible in size, scale, 
material, and color. 











Recommended 
Alterations / Additions for the New Use 





Not Recommended 





Installing mechanical or service equipment so that it damages or 
obscures character-defining features; or is conspicuous from the 


public right-of-way 


Radically changing a character-detining roof shape or damaging or 
destroying character-defining roofing material as a result of incom- 
patible design or improper installation techniques. 











A highly decorative window with an unusual shape, or glazing pattern, or color is most likely iden- 
tified immediately as a character-defining feature of the building. It is far more difficult, however, 
to assess the importance of repeated windows on a facade, particularly if they are individually sim- 
ple in design and material, such as the large, multi-paned sash of many industrial buildings. 
Because rehabilitation projects frequently include proposals to replace window sash or even entire 
windows to improve thermal efficiency or to create a new appearance, it is essential that their con- 
tribution to the overall ' storic character of the building be assessed together with their physical 


condition befo.  «neci’ 


repair or replacement work is undertaken. 





Recommended 


identifying, retaining, and preserving windows—and their func- 
tional and decorative features—that are important in defining the 
overall historic character of the building. Such features can include 
frames, sash, muntins, glazing, sills, heads, hoodmolds, panelled or 
decorated jambs and moldings, and interior and exterior shutters 
and blinds. 


and maintaining the wood and architectural ~ etal 
which comprise the window frame, sash, muntins, and surrounds 
through appropriate surface treatments such as cleaning, rust 
removal, limited paint removal, and re-application of protective 
coating systems. 


Not Recommended 


Removing or radically changing windows which are important in 
defining the overall historic character of the building so that, as a 
result, the character is diminished 





Changing the number, location, size or glazing pattern of windows, 
through cutting new openings. blocking-in windows, and installing 
replacement sash which does not fit the historic window opening. 


Changing the historic appearance of windows through the use of 
inappropriate designs, materials, finishes, or colors which radically 
change the sash, depth of reveal, and muntin configuration; the 
reflectivity and color of the glazing; or the appearance of the frame. 


Obscuring historic window trim with metal or other material. 


Stripping windows of historic material such as wood, iron, cast 
iron, and bronze. 


Failing to provide adequate protection of materials on a cyclical 
basis so that deterioration of the windows results. 
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still evident using the 
phywcal evidence to guide the new the same kind of 
material « not technically of econo ally then 2 competi 


Not Recommended 
oF replacing windows rather (han maintaining (he sash 
treme glaring 


Failing to undertake adequate measures to assure the preservation 
od Wistortke windows 


Repla og an entire window when repair of materials and limited 
replacement of deterior. ted of missing parte are appropriate 


Failing to reuse serviceable window hardware such as brane lifts and 
sash locks 


Using @ substitute material for the replacement part that does not 
convey the visual appearance of the of the window 
or that i@ physically or chemically 


Removing « character defining window that ———_ and 
blocking & ix, or Selb came ataien Gat not con. 


vey the same appearance 





The tolhowitng work te highlighted to tmdic ate thet lt represents the particularly comphes technical or design aspects of rehabilitation propects 
and should ont) be considered after the preservation concerns listed above have been addressed 





Design for Missing Histor Features 





C 2 talee historical appearance because the replaced window 
" on ineulficient historical pictorial and physical documen 
tation 


Introdecing a new design that i incompatible with the histor 
character of the building 








Installing new windows including frames sash and muntin con 
figuration that are incompatible with the buildings histori ap 
pearance or obscure, damage, or desiroy character-defining 
features 


Inserting new floor: or furred-down ceilings which cul across the 
glazed areas of windows so that the exterior form and appearance 
of the windows are changed 





sii cla 5 a eee alli 


the focus of historic buildings particularly when they occur 
on primary elevations be be their functional and decorative euch as doors steps. 
baluetrades pilasters entablatures they can be extremely important in defining the overall 
historic character of a building Their retention protection and repair should always be caretully 
considered when planning rehabilitation work 
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Recommended Not Recommended 
ee ae ae ay canes and their func Removing ot radically « entrances and porches which are 
hhonal decorative features that are important in defining the important in the historic character of the building 


overall historic character of the building such as doors fanlights so that as a result the character is diminished 


Stripping entrances and porches of historic material such as wood 
won, cast iron, terra cotta, tile and brick 


Removing an entrance or porch because the building has been re 
oriented to accommodate a new use 





Cutting new entrances on a primary elevation 


Altering utilitarian of service entrances so they appear to be formal 
entrances by adding panelled doors fanlights and sidelight: 


Protecting and maintaining the masonry wood and architectural Failing to provide adequate protection to materials on a cyclical 
appropriate basis so that deterioration of entrances and porches results 








Not Recommended 


an entire entrance or porch when the repair of material: 
limited replacement of parte are appropriate 


Using @ substitute material for the replacement parts that does not 
convey the vieual appearance of the surviving parte of the entrance 
and porch of that @ physically or chemically incompatible 


Removing an entrance or h that is unrepairable and not replac. 
ing it oF replacing it a new entrance or porch that does not 


convey the same visual appearance 








Enclosing porches in a manner that results in a dimanution of low ot 
historic character such as using solid materials such as wood stuc. 


CO of masonry 
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the focus of historic commercial buildings and can thus be extremely 


often 


the 


| 


historic character Because storetronts also play a crucial role in a 


advertising and merchandising strategy to draw customers and increase business they are 
the needs of 4 new business Particular care is required in planning and ac. 


on storefronts so that the building's historic character is preserved in the process 
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their 


the overall historic 


,. storefronts — and 


character of the building so that, as a result, the character is 


diminished 


Removing or radically changi 


features which are important in 


such as display windows. 
plates. corner posts and entablatures 


of the 


retaining and preserving 
features that 


Removing historic material from the storefront to create a recessed 


Changing the storefront so that it appears residential rather than 
arcade 


commercial in character 


shutters, and emall-paned windows if they cannot be 


historically 
Changing the location of a storefronts main entrance 


cyclical 


Failing to provide adequate protection to materials 
of storefront features results: 


basis so that 
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The following work is highlighted 
and should only be considered alter the preservation concerns listed above have been 
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Not Recommended 


Creating a false historical appearance because the replaced 
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could overload the ex- 


which 
equipment or mechanical 


rata 


systerns which could damage the 


structure. 
and replacing it with a new wall (i.¢., brick or stone), 


using the historic masonry only as an exterior veneer. 
Utilizing treatments or products that accelerate the deterioration of 


structural material such as introducing urea-formaldehyde foam in- 


beams, cracking and bowing of walls. or racking of structural 
sulation into frame walls 


Leaving known structural problems untreated such as deflection of 
members 
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historic character of the exterior, such as installing strapping chan. 
nels or removing a decorative cornice, or damages interior features 
Replacing a structural member or other feature of the structural 
system when it could be augmented and retained 
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STRUCTURAL SYSTEM (continued) 








The tallowing work ts highlighted to indicate that it represents the particularly complex 
and chould only be considered alter the preservation concerns listed above have been 


technical or design aspects of rehabilitation projects 
addressed. 





Not Recommended 





Carrying out excavations or regrading adjacent to or within a 
historic building which could cause the historic foundation to set- 
tle, shift, or fail, or could have a similar effect on adjacent historic 


buildings 


Radically interior spaces or damaging or destroying 
features or that are character-defining while trying to cor- 
rect structural deficiencies in preparation for the new use 


Installing new mechanical and electrical systems or equipment in a 
manner which results in numerous cuts, splices, or alterations to 
the structural members. 


Inserting a new floor when such a radical change damages a struc- 
tural system or obscures or destroys interior spaces, features, or 
finishes. 


Inserting new floors or furred-<down ceilings which cut across the 
glazed areas of windows so that the exterior form and appearance 
of the windows are radically changed. 


Damaging the structural system or incividual features, or radically 
changing, damaging, or destroying character-defining interior 
spaces, features, or finishes in order to create an atrium or a light 
well 











Relocating an interior fe>ture such as a staircase so that the historic 
relationship between features and spaces is altered. 








Recommended Not Recomm 


Identifying, retaining, and preserving interior features and finishes Removing or radically changing features and finishes which are im- 
that are important in defining the overall historic character of the portant in defining the overall historic character of the building so 


building, including columns, cornices, baseboards, fireplaces and that, as a result, the character is diminished. 

wallpaper, plaster, paint, and finishes such as stenciling, marbling, Installing new decorative material that obscures or damages 
and graining; and other decorative materials that accent interior character-defining interior features or finishes. 
features and provide color, texture, and patterning to walls, floors, 

and ceilings. Removing paint, plaster, or other finishes from historically finished 


surfaces to create a new appearance (e.g., removing plaster to ex- 
pose masonry surfaces such as brick walls or a chimney piece). 


Applying paint, plaster, or other finishes to surfaces that have been 
historically unfinished to create a new appearance. 


Stripping historically painted wood surfaces to bare wood, then ap- 
plying clear finishes or stains to create a “natural look.” 


Stripping paint to bare wood rather than repairing or reapplying 
grained or marbled finishes to features such as doors and paneling. 


Radically changing the type of finish or its color, such as painting a 
previously varnished wood feature. 





Protecting and maintaining masonry, wood, and architectural Failing to provide adequate protection to materials on a cyclical 
metals which comprise interior features through appropriate sur- basis so that deterioration of interior features results. 
face treatments such as cleaning, rust removal, limited paint 


, and reapplication of protective coatings systems. 


& 











Interior Features and Finishes (continued) 


Recommended 


Protecting interior features and finishes against arson and van- 
dalism before project work begins, erecting protective fencing, 
boarding-up windows, and installing fire alarm systems that are 
keyed to local protection agencies. 


Protecting interior features such as a staircase, mantel, or 
decorative finishes and wall coverings against damage during proj- 
ect work by covering them with heavy canvas or plastic sheets. 


Installing protective coverings in areas of heavy pedestrian traffic 
to protect historic features such as wall coverings, parquet flooring 


and panelling. 


Removing damaged or deteriorated paints and finishes to the next 
sound layer using the gentlest method possible, then repainting or 
refinishing using compatible paint or other coating systems. 


Repainting with colors that are appropriate to the historic building. 


Limiting abrasive cleaning methods to certain industrial or ware- 
house buildings where the interior masonry or plaster features do 
not have distinguishing design, detailing, tooling, or finishes; and 
where wood features are not finished, molded, beaded, or worked 
by hand. Abrasive cleaning should only be considered after other, 
gentler methods have been proven ineffective. 


Evaluating the overall condition of materials to determine whether 
more than protection and maintenance are required, that is, if 
repairs to interior features and finishes will be necessary. 


Not Recommended 





Permitting entry into historic buildings through unsecured or 
broken windows and doors so that interior features and finishes are 


damaged by exposure to weather or through vandalism. 


Stripping interiors of features such as woodwork, doors, windows, 
light fixtures, copper piping, radiators, or of decorative materials. 


Failing to provide proper protection of interior features and finishes 
during work so that they are gouged, scratched, dented, or other- 


wise damaged 


Failing to take new use patterns into consideration so that interior 
features and finishes are damaged. 


Using destructive methods such as propane or butane torches or 
sandblasting to remove paint or other coatings. These methods can 
irreversibly damage the historic materials that comprise interior 
features. 


Using new paint colors that are inappropriate to the historic 
building. 


Changing the texture and patina of character-defining features 
through sandblasting or use of other abrasive methods to remove 
paint, discoloration or plaster. This includes both exposed wood 
(including structural members) and masonry. 


Failing to undertake adequate measures to assure the preservation 
of interior features and finishes. 
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Not Recommended 


Replacing an entire interior feature euch as 4 staircase panelled 
wall, parquet floor of cornice. oF finish euch as a decorative wall 
covering or ceiling when repair of materiale and limited replace 
ment of euch parte are appropriate 


Using @ substitute material for the replacement part that does not 
convey the vieual appearance of the surviving oF portions of 
the interior feature or finish or that ia physic or chemically in 
compat ibbe 


Removing a character cetining feature or finish that ie unrepairable 
and not replacing it of replacing it with a new feature or finish that 
dors not convey the same vieual appearance 
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Not Recommended 


Rec ommended 


Alterations Additions for the New Use 


character-detining features such as fireplaces niches stairways or 
akoves so that a new use can be accommodated in the building 


Dividing rooms lowering ceilings and damaging of obscuring 


a 





Discarding histor material when it can be reused within the 


project of relocating it in historically inappropriate 
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Rec ommended Not Recommended 
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sometimes help define the overall historic character of the building and should thus 
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themselves (the compressors boiler generators and 
either need to be upgraded augmented of entirely 
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uparaded and 
Installing a replacement feature that does not convey the same 


Replacing a mechanical system or its functional parts when it could 


be 











Mechani al Syeterne ( cntinwed! 


The following work is highlighted to indicate thet it represents the particularly comples technical or design espects of rehabilitation projects 
and should only be considered alter the preservation concerns listed above have been addressed 


Recommended 
Alterations/ Additions for the New Use 








Not Rex ommended 


Installing a new mechanical system so that character defining st ruc 
tural or interior features are radically changed damaged or 
destroyed 


ee Sas am Oe pipes. and cables in places where 
they obscure character defining features 


Concealing mechanical in walls or ceilings in a manner 
that requires the removal af historic building material 


Installing dropped acoustical ceilings to hide mechanical equip 
ment when this destroys the proportions of character defining in. 
terior spaces 


Cutting through features such as masonry walls in order to install 
air conditioning units 





The relationship between @ historic building or buildings and landscape features within a 
property s boundaries or the building site helps to define the historic character and should be 
considered an integral part of overall planning for rehabilitation project work 





Recommended Not Recommended 
me es te a TY” features Removing ot radically changing buildings and their features or site 
ae as features of the site thal are important in defining its features which are important in defining the overall historic 
overall historic character Site features can include driveways character of the building site so that, as a result, the character is 


walkways lighting. fencing signe benches fountains welle ter diminished 


defining the history of the site 
Retaining the historic relationship between buildings landec ape Removing or relocating historic buildings or landscape features. 
features and open space thus destroying the historic relationship between buildings land. 


scape features. and open space 


Removing or relocating historic buildings on a site or in a complex 
of related historic structures such as a mill complex or farm — thus 





building to its site 
Protecting and maintaining buildings and the site providing Failing to maintain site drainage so that buildings and site features 
De Sal i> on oe ane on ana @ Gna , cusnatiedly changing the site 
ell: drain toward the building; nor erode the historic landecage grading so that water no drains property 





BUILDING SITE (continued) 


Recommended 


Minimizing disturbance of terrain around buildings of elsewhere on 
the site, thus reducing the possibility of destroying unknown arche 


ological materials 


Surveying areas where major terrain alieration is likely to impact 
important archeological sites 


ing in place known archeological material 


Protecting the building and other features of the site against arson 
and vandalism before rehabilitation work begins | ¢ pro. 
alarm systems that are into 


Providing continued protection of masonry, wood, and architec. 
tural metals which comprise building and site features through ap- 
surtace treatments such as cleaning. rust removal. limited 


mm 


Introducing heavy machinery of equipment into areas where their 
presence may disturb archeological materials 


Failing to survey the building site prior to the beginning of 
rehabilitation project work so that. as a result, important arche 
ological material is destroyed 


Leaving known archeological material unprotected and subject to 
vandaliem. looting. and destruction by natural elements such as 
erosion 


Permitting unqualified project personnel to perform data recovery 
so that improper methodology results in the loss of important 
archeological material 


buildings and site features to remain unprotected so that 


Permitting 
plant materials. fencing, walkways. archeological features. etc are 
damaged or destroyed 


— ye ton tal 
scape features, » ocholing plant 


Failing to provide adequate protection of materials on a cyclical 
basis so that deterioration of building and site features results 


and the site such as wood 
_ oF removing or destroying 
material 











BUILDING SITE (continued) 


Recommended 


Evaluating the overall condition of materials to determine whether 
more than and maintenance are required, that is, if 
repairs to building and site features will be necessary 


Not Recommended 





Failing to undertake adequate measures to assure the preservation 
of building and site features 


ing an entire feature of the bui or site such as a fence, 
walkway. or driveway when repair materials and limited 
replacement of deteriorated or missing parts are appropriate 


Using a substitute material for the replacement part that does not 
convey the visual appearance of the surviving of the building 
ey yo py tt 


Removing a feature of the building or site that is unrepairable and 
not replacing it, or replacing it with a new feature that does not 


convey the same visual appearance 





BUILDING SITE (continued) 





“The following work is highlighted to indicate that it represents the particularly complex technical or design aspects of rehabilitation project 
work and should only be considered alter the preservation concerns listed above have been addressed 


Recommended 
Design for Missing Historic Features 








Alterations Additions for the New Use 








Not Recommended 


Creating a talee historical appearance because the replaced feature 
is based on insufficient historical, pictorial, and physical documen 
tation 


Introducing a new building or site feature that is out of scale or 
otherwise inappropriate 


Introducing a new landscape feature or plant material that is visual: 
ly incompatible with the site or that destroys site patterns or vistas 


Placing parking facilities directly adjacent to historic buildings 
where automobiles may cause damage to the buildings or landscape 
features or be intrusive to the building site 


Introducing new construction onto the building site which is visual- 
ly incompatible in terms of size, scale, design, materials, color and 
texture or which destroys historic relationships on the site 


Removing a historic building in a complex, a building feature. or a 
ee 
site 





; The relationship between historic buildings, and streetscape and landscape features within a his- 
toric district or neighborhood helps to define the historic character and therefore should always be 
a part of the rehabilitation plans 


Recommended 


buildings, and streetscape. Removing or radically changing those features of the district or 
are important in defining the overall —  — which are important in defining the overall historic 
Such features can character so that, as a result, the character is diminished 


ays, street lights, signs, 








Destroying streetscape and landscape features by widening existing 
nappropriately 











DISTRICT NEIGHBORHOOD (continued) 
Recommended 


Evaluating the overall condition of building, streetscape and land- 
scape materials to determine whether more than protection and 
maintenance are required, that is, if repairs to features will be 


Repairing features of the building, streetscape, or landscape by 
reinforcing the historic materials Repair will also generally include 
the replacement in kind—or with a compatible substitute 


features when there are surviving prototypes such as porch 
balustrades, paving materials, or streetlight standards. 


Replacing in kind an entire feature of the building, a © 
landscape that is too deteriorated to repair —when the o form 
and detailing are still evident — using the physical evidence to guide 
the new work. This could include a storefront, a walkway, or a 
garden. If using the same kind of material is not technically or 
economically feasible, then a compatible substitute material may 
be considered. 


Not Recommended 


Failing to undertake adequate measures to assure the preservation 
of building, streetscape, and landscape features 


Replacing an entire feature of the building, streetscape, or land- 
scape such as a porch, walkway, or streetlight, when repair of 
materials and limited replacement of deteriorated or missing parts 
are appropriate. 


Using a substitute material for the replacement part that does not 
convey the visual appearance of the surviving parts of the bu 
streetscape, or landscape feature or that is physically or chemic 


incompatible. 


Removing a feature of the building, streetscape, or landscape that is 
unrepairable and not replacing it; or replacing it with a new feature 
that does not convey the same visual appearance. 








DISTRICT NEIGHBORIIOOD (continued) 











The following work is highlighted because it represents the particularly complex technical or design aspects of rehabilitation projects and 


should only be considered after the preservation concerns listed above have been addressed. 


so cata in A 





ne 


Recommended 


Design for Missing Historic Features 


Not Recommended 


Creating a talse historical appearance because the replaced feature 
is based on insufficient historical, pictorial and physical documen- 
tation 


Introducing a new building, streetscape or landscape feature that is 
out of scale or otherwise inappropriate to the setting's historic 
character, e.g., replacing picket fencing with chain link fencing. 


Placing parking facilities directly adjacent to historic buildings 
which cause the removal of historic plantings, relocation of paths 
and walkways, or blocking of alleys 


Introducing new construction into historic districts that is visually 
incompatible or that destroys historic relationships within the 


district or neighborhood. 


Removing a historic building, building feature, or landscape or 
streetscape feature that is important in defining the overall historic 
character of the district or the neighborhood. 


51 





is assessed for its potential negative impact on 
be taken not to obscure, radically change, damage, or destroy 


, such 
new use 


often an important aspect of rehabilitation projects, it is usually not part of the overall process of 
, repair, 
particular care 

rehabilitation work to 


ed | 














HEALTH AND SAFETY 


As a part of the new use, it is often necessary to make modifications to a historic building so that 





CODE REQUIREMENTS it can comply with current health, safety and code requirements. Such work needs to be carefully 
planned and undertaken so that it does not result in a loss of character-defining spaces, features, 
and finishes. 

Recommended Not Recommended 


Identifying the historic building's character-defining spaces, 
features, and finishes so that code-required work will not result in 


their damage or loss. 


Complying with health and safety code, including seismic codes 
and barrier-free access requirements, in such a manner that 


Working with local code officials to investigate alternative life safe- 
ty measures or variances available under some codes so that altera- 
tions and additions to historic buildings can be avoided. 


Providing barrier-free access through removable or portable, rather 
than permanent, ramps. 


Providing seismic reinforcement to a historic building in a manner 
ee ea 
tures. 


Upgrading historic stairways and elevators to meet health and safe- 
ty codes in a manner that assures their preservation, i.e., so that 


they are not damaged or obscured. 


Installing sensitively designed fire suppression systems, such as a 
sprinkler system for wood frame mill buildings, instead of applying 
fire-resistant sheathing to character-defining features. 





Undertaking code-required alterations to a building or site before 
identifying those spaces, features, or finishes which are character- 
defining and must therefore be preserved. 


Altering, damaging, or destroying character-defining spaces, 
features, and finishes while making modifications to a building or 
site to comply with safety codes. 


Making changes to historic buildings without first seeking alter- 
natives to code requirements. 


Installing permanent ramps that damage or diminish character- 
defining features. 


Reinforcing a historic building using measures that damage or 
destroy character-defining structural and other features. 


Damaging or obscuring historic stairways and elevators or altering 
adjacent spaces in the process of doing work to meet code re- 
quirements. 


Covering character-defining wood features with fire-resistant 
sheathing which results in altering their visual appearance. 














MBALTH AND SAPETY CODE REQUIREMENTS (continued) 


= pa dh pes - © _. 


Adding 4 new stairway oF elevator to meet health and satety codes 
in a manne: that preserves adjacent «haracter defining leatures and 
apaces 


Placing « stairway of elevator that cannot be accom 
modeted within the historic building in a new exterior addition 
Such an addition should be located at the rear of the building or on 
an inconapicuous sice and ite cise and e ale limited in relationship 
to the histor building 
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Applying urea of formaldehyde foam or any other thermal insula: 
tion with a water content into wall cavities in an attempt to reduce 


energy Consumption 








Not Recommended 


Resuriacing historic building materials with more energy efficient 
bul incompatible materials such as covering historic masonry with 
exterior insulation 


Installing passive solar devices such as an attached glazed trombe 
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are out of proportion, thus diminishing the 


a new addition so that its size and scale in relation to the 
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